Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 


LIMITED OFFICIAL USE 

PAGE 01 PANAMA 05519 022149Z 
ACTION SY-05 

INFO OCT-01 ARA-10 ISO-OO /016W 

051547 030228Z/75 

R 022133Z AUG 77 
FM AMEMBASSY PANAMA 
TO SECSTATE WASHDC 3012 


Message Text 


LIMITED OFFICIAL USE PANAMA 5519 

FOR A/SY/OPS/T FROM OIC/RTC 

EO 11652: N/A 
TAGS: ASEC 

SUBJECT: CONRAC MODEL 9052 HOME ALARM SYSTEMS 

REF: STATE 180371 

1 . REF IS AID MESSAGE ON SUBJECT ALARMS. 

2. REF ADVISES AVAILABILITY OF "LAMPLIGHTER" OPTION AND "WIRELESS 
PANIC" BUTTONS WITH ASSOCIATED RECEIVER MOUNTED IN EXISTING CONTROL 
CABINET. 

3. THIS RTC HAS MANY APPLICATIONS FOR BOTH OF THESE ITEMS. 

4. ADVISE AVAILABILITY OF FOLLOWING QUANTITIES: 

20 WIRELESS PANIC RECEIVERS WITH 2 PANIC BUTTONS EACH 
15 WIRELESS PANIC RECEIVERS WITH 3 PANIC BUTTONS EACH 
20 LAMPLIGHTER UNITS. 
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